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Department of Justice Building, Washington, D.C 

Architects: Zautzinger, Borie & Medary, Philadelphia. Consulting Engineer: [saac Hathaway Francis, Philadelphia. 
General Contractors George .\ Puller Co. Heating, Plumbing and Ventilation: Rigtcs Distler & Co.. Inc. Air 
Conditioning: The Cooling and Air Conditioning Corporation and Higgs Distler k Co., Inc. 

STURTEVANT - The Pioneer 
in Comfort Air Conditioning 



■ IK CONDITIONING, a modern name for an old art. certainly 
MX has captured the imagination of people in general. It is on the 
front payc of newspapers. It escapes hardly an issue of any 
magazine. It is on the tip of almost every tongue. 

How old is air conditioning? To most people it dates back to their first 
visit to a "cooled" movie. Those early air conditioned moving picture 
theatres set off' the spark that at last really made the public air conditioning 
conscious. There can be no doubt about that. 

Hut . . . although all-year air conditioning has made its greatest strides 
within the past few years, it is by no means a new development. Nor did 
it see the light of day in the movies. It was born in a church . . . over 20 
years ago ! 

To Orange, Texas, -mrs the honor. For it was there, in the Lutcher 

Memorial Church, that the first installation of equipment for complete 

comfort air conditioning was made in 1912. This air conditioning system 

• w0j£clesigftia| JJyStuJtevant Engineers, and Sturtevant Apparatus was used 
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in it. At about the same time a similar air conditioning system was installed 
by Sturtevant in Chicago's well-known Congress Hotel. 

Since these pioneer installations, Sturtevant has furnished air conditioning 
equipment tor hundreds of places. They range from little cubby-hole 
lunchrooms to the magnificent new Department of Justice Building, 
Washington, D.C., which holds one of the world's largest complete 
comfort air conditioning installations. 

The Pioneer in Complete Comfort Air Conditioning, Sturtevant makes 
available a comprehensive line of air conditioning apparatus backed by 7 n 
years of air engineering experience. It is equipment in which you can have 
full confidence . . . thoroughly proved in service, soundly engineered, and 
sturdily built to the high standards for which Sturtevant is noted. It is 
assurance of dependable, economical operation. 

The following pages show merely a few of the many Sturtevant installa- 
tions. They indicate, however, the wide variety of places which have been 
Sturtevant equipped and the really great headway which air conditioning 
already has made. 



LiTciuK Memorial Church, Orange, Texas 



Congress Hoti i . i hicago, Illinois 
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OVER TWENTY YEARS AGO . 




mm 


•-^^— 








m ^^^mm a ^m 


•'vHBHP *~ J 









DEPARTMENT 
STORES and 

other retail 
establishments 




Stores of all kinds ha\ c hccn 
quick to take ad\ ant aye of the 
sales \ alne of air conditioning. 
Shown are a few of those which 
are Stnrtevant equipped. 

TheoTeat Hi^lxv Department 
Store of Cleveland, shown to 
the left, is one of the country's 
largest department stoics hav- 
ing complete comfort air 
conditioning. 



I i \< ii Room, G. C. Mirpiiy Company 

Sunn . \\ \siiiN t ,roN, |l( 

Consulting I Mr. Arthur MeGonagle, 

I'ittOmr-h. I'.i 



.1 ay (nuns Department Store, 
Newark, N.J. 

Him. i it Phillips Department Store, 

Birmingham, \ i \ 

Architects Miller & Martin, Birmingham, Ala. 

I ■insulting Engineer: J. A. Lewis, 

Birmingham, Ala. 



Maison Vrnold 
Rockefeller Plaza, New York 

Architects: Reinhard & Hofmeister, Corbett, 
1 1 i rri son ft MacMun ■ 

aeer ( lyde R Place. General 
i ii toi l [agem m-H irris & Co. 




1 /' 



Five] 




-r— 



TT 



s jr * ' *""" 






■ 





1 




Jlk 


9 # 1 


1 


~ ill'' 1 '- 








Intebigr Kingspokt Utilities, Kixgspobt, Tj nn. 




SHOWROOMS . . 

( !ool, com fori a ble show rooms in \ ite 
customers and w het I he appel ite to buy. 

These show rooms actually look coo! and 
comfortable. And they are. All an- air 
conditioned by Sturtevant Equipment. 
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Ohio Power Company, Canton, Ohio 

DlSI'l W Hun-M 

Architect: Vernon Redding & Associates, Mansfield, Ohio 




Philadelphia Electric Co., Philadelphia, Pa. 

Display Room 
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How Sturtevant Air Conditioning 

FACILITATES SPACE RENTAL 



R. C. A. 

Building, 

Rockefeller 

Center, 

New York, N.Y. 

Architects : 
Reinhard & 
Hofmeister, 
Corbett, 
Harrison & 
MacMurray, 

1 1 ..ml k 

Fouilhoux. 
Engineer: 
Clyde R. Place. 
General 

Contractor: 

I1.il.. tn. in H.irri- 
& Co. 





|IR CONDITIONING has proved to be a 
powerful aid in renting office space. In 

some instances it has enabled old buildings 
to successfully combat the competition of more 
modern structures. In other instances, it has been 
the means of maintaining rental values. In still 
other cases it has turned undesirable, unrentable 
space into highly attractive and quickly rentable 
quarters. 

In the leasing of six Moors in the 22 East 40th 
Street Building to the Johns- Manville Corpora- 
tion, air conditioning was absolutely essential. In 
fact, it was demanded and made a feature of the 
lease between this company and the New York 
Trust Company. 



Johns Manvilli ( .... N i u York, N.Y. Accounting Department 




STURTEVANT COMFORT AIR CONDITIONING 






1 1 ii n M v s \ ii 1 1 Co., New Yobi S.\ Pbesidext's Ofi 
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The photographs on these pages are typical views 
of the Johns-Mam ill* 1 offices. They are air condi- 
tioned the year round with cool, dehumidified 
air during the summer, and with warm, humidified 
air during the cold months. Since windows alwaj s 
are closed, distracting streel noises are eliminated. 

The new general offices of American Cyanamid 
Corporation, located on the 53rd to 60th floors 
of the Mam Radio Citj Building, are also air 
conditioned. All of the equipment, including the 
necessary mechanical refrigeration, is installed 

bet ween these flours. As tar as records show , this is 

the highest complete air conditioning installation. 

Actual experience indicates that in a building 
modernized by air conditioning, an increase oi 
only 15 to 20 percent in area rented justifies the 

investment in air conditioning, even at present 
low rental rates. 
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Central Savings Bank, Baltimore, Mh. Main Banking Spaci 

Architects: Smith & Maj Balth -e, Md Consulting Engineer: Reeder, Eiser & Alters, Baltimore, Bid 

BANKS AND TRUST COMPANIES 



■AXKS and TRUST 
LJ Companies arc con- 
| spicuous among the 
users of ai r cond i t toning. 
Thisis easily understood. For 
i hese are places where many 
people congregate and where 
there are elosed-in areas in- 
accessible to natural venti- 
lation. Furthermore, such 
institutions know that com- 
fortable, imposing quarters 
instil confidence and attract 
patronage. 

The customary architectural 

treatment of hank interiors. 




M \h\ j \ mi 1 hi n Com pa iff i 
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which includes high ceilings, 
in turn requires the location 
of a large part of the clerical 
staff on mezzanine spaces and 
in other places which are not 
readily accessible to out-of- 
door Ii<rjit and air. These or- 
dinarily hot, stuffy quarters 
are made cool and comfort- 
able by modern complete air 
conditioning. 

It is interesting to note from 

the several illustrations on 
these two pages the various 
types of spaces which arc air 
conditioned. Yet all of these 
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have been handled satisfac- 
torily, regardless of the type 
of building const ruction or 
t he local io n o f t he area 
requiring air conditioning. 

Main banking spaces, safet) 
deposit depart ments, coupon 

rooms, \ anils, pri \ ate offices, 
con ference rooms, res tau- 

rants and ot her areas arc now 

ilarly air condil loned by 
St urt r\ ant equipment . The 
installations pictured on 
these pages are representa- 

tiv e St nrt e\ ant nist allat ions. 
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i ii M< \ ( m ii in s i \ Edisos Co Building, I .<>- Vngeles, ( \i n . 
Architects: Allison & Allison, Los Ang< Consulting I Hunter k Hudsoi Calif 

l ilif. 

OFFICE BUILDINGS 

IT IS confidently predicted by many that eventually all office build- 
ings will be air conditioned . . . that the time will come when no office 
huildiiiL! without air conditioning can hope to survive coin pet it ion. 

This prediction does nut appear to be far-fetched. For certainly it has been 
proved thai air conditioning already is a real . . . and often an essential factor 

... m rent ing oilier space. 

The structure above is the Southern California Edison Company Building, 

I .os Angeles, California. The entire huildin«_r is air conditioned by 
St urte\ ant Equipment. 







GOVERNMENT BUILDINGS 



\ I K\ MINI i:i II l>|> 
I I 

I it H 

\\ |) V 

S i il 

W 







« 







t vi ik n.\ i \ [nstttuti 01 Technology, Opticai Building, Pasadena, t \i n . 

Designed bj Gustav \ l . I Hunter & Hudson, San Francisco Calif. Structural D< 

Professor Martel Genera] < Westcott < I ilif. 



WINDOWLESS BUILDINGS 

m ^ II K illustration above is that of a successful window less building . . . 
I and it is completely air conditioned by Sturtevanl Equipment. 

An additional point of interest regarding this beautiful si rucl ure is that inside 
will be ground the huge 200-inch mirror for the world's largesl telescope. 

It was originally estimated thai the time required for grinding would he nine 
years. The air conditioning system will make it possible to reduce the time 
required to grind this mirror from nine years to three years, or a saving of 
approximately six years. 

Here air conditioning is doing double duty. It is holding work to precise 
measurements, and also contributing to t In- health and com tort of the workers. 



STURTEVANT COMFORT AIR CONDITIONING . . . 



^ 



THEATRES 
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SS STRANGE as it may seem, theatres were no! among the first 
places t<> be air conditioned. But it was through the pioneei 
conditioned theatre that the patrons got their first real taste ol v 
around air conditioning . . . and the) liked it . So much so, that air conditioning 
was literally popularized overnight. 

Many leading theatres and movie houses throughout the counti 
kept cool and comfortable by Sturtevant Apparatus. 
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Slurlevanl 



COOLING and AIR CONDITIONING 
CORPORATION 



DIVISION OF 6. f STURTEVANT COMPANY 



Main Office: HYDE PARK, BOSTON, MASS. 

ATLANTA CAMDEN CHICAGO LOS ANGELES 
NEW YORK 



Sales Engineering Offices in the Following Cities 



ALBANY. N Y 
ATLANTA GA 
BALTIMORE, MO 
BOSTON, MASS 
BUFFALO, N Y 
CAMDEN, N.J 
CHICAGO 
CINCINNATI. O 
CLEVELAND, O 



DENVER, COLO. 
DETROIT, MICW 
GREENSBORO, N C 
HARTEORD, CONN 
INDIANAPOLIS, IND 
KANSAS CiTY, MO 
LOS ANGELES CALIP 
MILWAUKEE 
NEWAf-' 

■ 



PITTSBURGH. *A 
PORTLAND, ORE. 
ST. LOUIS, MO 
SAN ERANCtSCO, CAUE 
SEATTLE. WASH 
ST PAUL, MINN 
WASHINGTON, DC 
MON' tOA 

TORONTO CAN/- 



tk LOCKCTT C> CO LTD , 

NEW ORLEANS LA HOUSTON 



DALL* 



